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5 DAY  SEMINAR 
November  17-21, 1969 


All  sessions  willtake  place  in  the  Student  Faculty 
Centre  of  Brennan  Hall,  St.  Michael's  College  of 
The  University  of  Toronto 


FIELD  TRIP 

Q. E.W.  Test  Installotion  • 
Highway  401*27  Lighting,  etc. 

R. C.  Hobson 

Electrical  Superintendent 
Deportment  of  Highways,  Ontario 

TECHNICAL  SESSION 
Lighting  System  Design 
A,  Ketvirtis,  P.  Eng. 

Tunnel  Lighting 
A.  Ketvirtis,  P.  Eng. 

TECHNICAL  SESSION 

Lighting  Design  Calculotions 

Professor  Currie 

TECHNICAL  SESSION 

Whot  Makes  A Good  Lighting 
System? 

A.  Ketvirtis,  P.  Eng. 

Lighting  System  Engineering 
A.  Ketvirtis,  P.  Eng. 


TECHNICAL  SESSION 

Visuoi  Pollution  ond  Noise 
in  Traffic 

Professor  V.L.  Henderson 
Deportment  of  Electricol 
Engineering, 

University  of  Toronto 

EVENING  SESSION 

Pole  Design  and  Sofety 

Molcolm  Armstrong,  P.  Eng. 

Pole  Testing  with  Respect  to 
Sofety  (D.H.O.  Film) 

TECHNICAL  SESSION 

Light  Control  and  Photometry 

Gront  Dovidson,  P.  Eng. 

Engineer  • 

llluminotion  Utilization  Section, 
Hydro*Electric  Power  Commission 
of  Ontario 


TECHNICAL  SESSION 

Semlnor  Review 

Discussion  with  oil  lecturers 
present 


OmVlNO  ‘5  OXNOliOl 
ii^Vd  S.NHHnb  i'S 
OlNOyOl  HO  AXISHHAINA 
NOISNHXXH  XO  NOISIAIQ 
NOIXD3S  SHINlWHOOHd  IVIDHdS 
‘ONISHnN  ‘9NIHH3NI0N3  'SSHNISnS 
toj.  puss 


V) 
(A 
<U 

• W ^ 
. W 
w i-i  'O 

■S  S S <*- 


e S W 


S M 


OT  t” 

4)  ^ 

.5 

M a 


□ 


3 

B 


□ 


CO 

U 


CO 


■6^ 


^ C8  4) 


p 7 y - o o ss" 


Visibility  .and 
Illumination  in 
Highway  Traffic 


Illumination,  as  one  of  the  basic  con- 
tributors to  the  smooth  and  efficient 
flow  of  traffic,  faces  new  challenges 


The  purpose  of  this  seminar  is  to  re- 
examine the  present  ' ‘State  of  the 
Art”  and  to  re-assess  the  latest  de- 
velopments by  comparing  new  tech- 


Although  this  seminar  will  cover 
various  aspects  of  visual  require- 
ments affecting  traffic,  special  em- 
phasis will  be  given  to  lighting 


particularly  with  respect  to  safety 
and  efficiency. 


The  course  is  directed  at  practising 
illuminating  engineers  and  designers 
engaged  in  design  or  operation  of 
highway  and  street  lighting.  There- 
fore, it  will  be  beneficial  to  consult- 


utility  personnel. 

Due  to  the  specific  importance  of 
visibility  in  traTfic  systems  oper- 


should  also  find  this  seminar  in- 
formative and  interesting. 


Ail  sessions  will  take  place  in  the 
Student  Faculty  Centre  of  Brennan 
Hall,  St.  Michael’s  College  of  the 
University  of  Toronto. 

Out  of  town  participants  wrll  find 
several  hotels  convenient.  The 
Park  Plaza  at  4 Avenue  Road  is 
within  five  minutes  walk. 


The  five  day  program  and  an  applic- 


due  to  the  unprecedented  growth  of 
vehicular  traffic  on  the  highways  of 
this  continent.  It  should  follow  that 
a review  of  the  latest  trends  in  light- 
ing technology  is  imperative  if  the 
fufufe’contribution  of  illuminatToh  is 
to  meet  these  new  demands. 

OBJECTIVES 


FTesenied’By  The  Faculf^oTAppired’SCTerrce  ' 
And  Engineering  / University  Extension  / University  of  Toronto 
Offered  in  co-operation  with  Illuminating  Engineering  Society 


5 - Day  Seminar 
Nov.  17  - 21,  1969 
At  the  University  of  Toronto 


niques  on  an  international  scale. 


systems  design  and  engineering. 


FOR  WHOM 


ation,  safety  and  planning  engineers 


ing  engineers,  highway  officials  and 


WHERE 


COSTS  - $100.00 

Fees,  including  all  study  material, 
and  a Textbook. 


Request  for  application  forms  may  be  directed  to: 


BUSINESS,  ENGINEERING,  NURSING  & 
SPECIAL  PROGRAMMES  SECTION 


ation  form  is  enclosed  with  this 
brochure. 


84  Queen's  Park,  Toronto  5,  Ontario,  Telephone:  928-2393 


